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DESIGN AND EXPERIMENTAL INVESTIGATION OF TRANSONIC TURBINE WITH 
SLIGHT NEGATIVE REACTION ACROSS ROTOR HUB 


By Warner L. Stewart, Robert Y. Wong, and David G. Evans 


SUMMARY 


The design and experimental investigation of a transonic turbine 
are presented herein. The turbine was designed for a rotor-hub entrance 
Mach number of unity апа а slight over-all negative reaction across the 
hub. The maximum design rotor-blade-surface Mach number was limited to 
a value of 1.33. Because of the increased flow Mach number level, the 
design procedure used was on a quasi-three-dimensional basis. 


The results of the experimental investigation indicated that the 
design point was obtained at a total efficiency of 0.85 with one point 
in efficiency lost in exit whirl. Design equivalent specific-work out- 
put occurred 3 percent below the turbine limiting-loading point. This 
checked closely with the value of 5 percent obtained theoretically with 
design conditions. Off-design operation appeared to be similar to that 
obtained for more conservative turbine designs. Surveys behind the 
stator and rotor at the design point indicated that the loss patterns 
were quite similar to those found in lower Mach number turbines. 


From the experimental results it was concluded that, under the pre- 
scribed conditions of surface Mach number and reaction, transonic tur- 
pines can be operated with efficiencies of at least 0.85. The quasi- 
three-dimensional design procedure was found to be sufficiently rigorous 
thet the design conditions, although critical from a limiting-loading 
standpoint, could be met. 


INTRODUCTION 
A research program has been in progress at the NACA Lewis labora- 
tory to study problems associated with obtaining compact turbines for 


use in turbojet engines. Reference 1 indicates that the turbine con- 
ponent can be considerably reduced in size by increasing the flow 
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Mach numbers through the turbine considerably abeve those currently used. 
This increase in flow Mach number would result in increased specific-work 
output and weight flow per unit frontal area which, in turn, would reduce 
the turbine size for & given application. 


Considerable work has been done in the transonic compressor field, 
and results of these investigations (ref. 2, e.g.) have indicated that 
these transonic flow Mach numbers can be utilized in compressors with a 
resultant wide range of efficient performance. In view of these re- 
sults, it was felt that properly designed turbines should also be capable 
of operating efficiently in the transonic region. 


Therefore, as part of the turbine research program, the design and 
experimental investigation of a transonic turbine has been conducted to 
study the problems associated with obtaining efficient turbines for this 
range of flow Mach numbers. A transonic turbine is defined as one 
designed to utilize a rotor-hub entrance Mach number of approximately 
unity. Because of the limitations imposed upon the flow conditions out 
of the rotor as a result of the limiting~loading characteristics, the 
reaction across the hub of these high Mach number turbines can become 
very small, zero, or even highly negative. The transonic turbine inves- 
tigated was designed for a slight amount of negative reaction. 


Because the three-dimensional characteristics of the flow become 
especially important as the Mach number level through the turbine is 
increased, it was felt that the design of these high Mach number tur- 
bines must include the three dimensionality of the flow. Hence, one 
such procedure was developed and used in the design of the transonic 
turbine. A limiting blade-surface Mach number of 1.33 was also selected 
for this turbine design as normal shock losses corresponding to this 
value do not become excessive (see ref. 3). 


This report presents & complete description of the quasi-three- 
dimensional procedure used in the design of the transonic turbine. Re- 
sults of the experimental investigation of this turbine will also be 
presented to indicate the validity of the design procedure used and the 
efficiency obtained under the prescribed design reaction and surface Mach 
number conditions. These experimental results include the over-all per- 
formance of the turbine over a wide range of speeds and pressure ratios 
together with detailed surveys downstream of stator and rotor at approxi- 


mately the design point. 
TURBINE DESIGN 


Design Requirements 


The transonic turbine investigated was a 14-inch cold-air turbine 
with a constant hub-tip radius ratio of 0.7 (dictated by limitations 
imposed by the test apparatus). The design requirements were chosen 
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such that the midchannel critical velocity ratio Н/М. is constant and 


equal to unity at the rotor hub from station 5 to station 5. (All 
symbols are defined in &ppendix A.) This condition resulted in а slight 


. over-all negative reaction across the rotor hub from station 3 to sta- 


tion 6 as will be discussed in the section Velocity Diagrams. 


The design requirements selected to meet these conditions are: 


t 
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Velocity Diagrams 


The design velocity diagrams were constructed at the free-stream 
stations O, 5, and 6 at the hub, mean, and tip sections to meet the 
design requirements and are based on the following assumptions: 


(1) Free vortex flow 
(2) Simple radial equilibrium 
(3) A 3-percent total-pressure loss across the stator 


(4) Efficiency of 0.88 based on total-pressure ratio used to obtain 
velocity diagrams at station 6 


These velocity diagrams together with a sketch of a typical blade 
channel showing the station nomenclature used are shown in figure 1. 
Also included are velocity diagrams at stations 2 and 5 (just inside the 
blade trailing edge). These diagrams will be discussed later in this 
section. 


As indicated by figure 1, the stator is choked from hub to tip with 
a very high stator-hub exit velocity [(V/Ver)3 = 1.295]. The design 


turning at the stator hub and tip are 66.8° and 58.3°, respectively. 
The rotor-hub entrance critical velocity ratio (М/Н...) is unity 


(which dePines the transonic turbine) and there is a slight negative re- 
action across the rotor hub  (W/Wor)s = 1.000 and (W/Wo-)g = 0.922]. 


The design reaction (defined herein as ratio of inlet to exit static 
pressure) across the rotor at the hub for this turbine is 0.91. The 


4. CONF IDENTITAS NACA RM ES3L29a 


turning in the rotor varies from 96.7? at the hub to 71.7° at the tip. 

It can further be seen that approximately 10° of negative exit whirl is 
included in the design and occurs as a result of the design requirements. 
The design rating efficiency, based on the axial component of total- 
pressure ratio, is then approximately 0.87 or 1 point below the effi- 
ciency based оп actual tot&l-pressure ratio. 


Velocity diagrams were also constructed for the three sections at 
stations 2 and 5 for use in the blade design and are based on the follow- 
ing assumptions: 


(1) No change in the tangential component of velocity was assumed 
to occur between stations 2 and 5 for the stator and stations 5 and 6 


for the rotor. 


(2) Continuity with no total-pressure loss was assumed between sta- 
tions 2 and 3 for the stator and stations 5 and 6 for the rotor. 


In the stator calculations, a trailing-edge blockage corresponding to 

32 blades with а trailing-edge thickness of 0.030 inch was used. The | 
calculations for station 5 were made for a trailing-edge blockage corre- 
sponding to 29 rotor blades and a trailing-edge thickness of 0.050 inch. 
In the subsequent blade design, as the number of blades was varied, the 
trailing-edge thickness was also changed such that the tralling-edge 
blockage remained constant, and thus the velocity diagram remained 


unchanged. 


Ав shown in figure 1, the relative critical velocity ratio аб sta- 
tion 5 is unity at the rotor hub. Ав discussed previously in the sec- 
tion Design Requirements, this is designed to occur. The axial com- 
ponent of the critical velocity ratio at the mean section аб this station 
is also seen to be 0.782. Ав indicated by reference 4, this high value 
results in the turbine design point being extremely close to the limiting- 
loading point, in this case approximately 5 percent below. Thus the 
turbine design will be extremely critical from this standpoint. 


Stator Design 


In the stator~blade design, 32 blades were used with a leading-edge 
radius of 0.075 inch and a trailing-edge radius of 0.015 inch. Тһе 
blade sections were laid out at the three radial stations by using the 
velocity diagrams at station 2 in figure 1. For the tip section the 
throat dimension was obtained from the relation o = (во - t2) віп бо 
ав the critical velocity ratio at station 2 was slightly subsonic. The 
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throat dimensions for the mean and hub sections were obtained from the 
relation о = (52 - Фо) (віп ae)(Agy/A)e, where (A,,/A)o is the critical 
area ratio corresponding to the supersonic critical velocity (V/Vor)e- 
Straight-line suction surfaces were used for all three sections from the 
trailing edge to the throat. A smooth converging channel was used from 
the inlet to the throat with zero leading-edge incidence angle. 


The three stator-blade sections were stacked such that the center 
of the trailing-edge circles lay in a radial line and the blade was then 
faired between the three sections. The resulting solidities at the hub 
and tip were approximately 1.9 and 1.7, respectively. Table I shows the 
coordinates of the stator sections, and figure 2 shows the sketch of the 
stator sections and flow passages. 


Rotor Design 


In the design of turbine rotors, it is important that surface Mach 
numbers be predicted accurately so that static-pressure gradients can be 
controlled. As the flow Mach numbers through the turbine rotor are in- 
creased into the transonic region, surface velocities can increase well 
into the supersonic range. Because of the potentially greater losses 
associated with supersonic surface velocities, it is even more important 
that these velocities be accurately predicted. The problem of pre- 
dicting flow Mach numbers in the transonic and supersonic regions is 
complicated by the fact that the flow becomes extremely sensitive to the 
small area changes resulting from the radial shifts in the streamlines. 
Hence, the three-dimensional characteristics of the flow have an in- 
creasing significance as the flow Mach number is increased. Recent ex- 
perience in the investigation of turbines for driving supersonic com- 
pressors (refs. 5 and 6, e.g.) also indicates the necessity of including 
provision for the three-dimensional effects of the flow in the design of 
choked rotor turbines. In view of these considerations, it is indicated 
that the design procedure of a turbine to operate in the transonic region 
should then be on a three-dimensional basis. 


A three-dimensional design procedure was developed and used in the 
design of the transonic turbine rotor. Іп this design procedure, con- 
tinuity across the rotor was satisfied and equilibrium in the radial- 
axial plane and across the channel from suction to pressure surface was 
also satisfied. Since these quantities were varied independently until 
&ll conditions were satisfied, the design procedure is necessarily an 
iteration process. 


Design conditions and assumptions. - The following conditions and 


assumptions were made in the design of the transonic turbine rotor: 
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(1) Simple radial equilibrium was assumed to exist in the radial- 
axial plane from hub to tip at a series of stations from the rotor en- 
trance to the rotor exit. Because а fairly long rotor-blade chord was 
used, it was felt that the term involving the curvature of the stream- 
lines in the axial-radial plane could be ignored in the radial equilib- 
rium calculations, thus permitting use of the simple radial equilibrium 
assumption. The axially symmetric or midchannel velocity distribution 
was calculated on this basis. 


(2) The rotor-hub midchannel critical velocity ratio was specified 
to be constant and equal to unity from station 3 to station 5. 


(3) The rotor total-pressure loss was assumed to vary linearly from 
station 5 to station 5. 


(4) The maximum suction-surf&ce critical velocity ratio was limited 
to в value of-1.25 (corresponding to а Mach number of 1.55). 


(5) A zero blade incidence angle was assumed with a sharp leading 
edge. After the blade design was completed, the leading edge was rounded 
off to a radius of 0.015 inch (resulting in an angle of incidence of 
approximately 49). 


General design procedure. - The general procedure used in obtaining 
the rotor-blade shape is described in the following steps. А subsequent 
section presents the design of the transonic turbine rotor. 


(1) At the mean and tip sections а midchannel velocity distribution 
between stations 5 and 5 was tentatively assumed with the hub midchannel 
critical velocity ratio specified in accordance with condition (2) of 
the preceding section. 


(2) А rotor solidity was tentatively assumed. 
(5) А blade shape w&s then obtained ав follows (refer to fig. 5): 


(a) A straight suction surface up to the channel inlet was set 
&t the flow inlet angle Ps: 


а 


(b) А straight suction surface from the trailing edge to the 
channel exit was set at the flow exit angle ВБ. 


(c) The channel was then drawn such that for the assumed mid- 
channel velocity distribution the surface velocity distribution was 
deemed to be satisfactory. The procedure used in obtaining the sur- 
face velocities is presented in appendix B. If the maximum surface 
velocity is then above the specified limit, the solidity will have 
to be changed and the process repeated. Thus at the three radii the 
blade sections were determined and a blade shape evolved. 
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(4) The blade shape was then analyzed to obtain the midchannel 
velocity distribution that must exist to satisfy simple radial equilib- 
rium conditions. The procedure used to obtain this variation of the 
midchannel velocity for the given hub velocity distribution is also 
discussed in appendix В. 


(5) The midchannel velocity distribution calculated in step (4) was 
then used to recompute the surface velocity distribution. If the sur- 
face velocities thus calculated are above the prescribed limits, the 
design steps beginning with step (2) are then repeated with the use of 
the calculated midchannel velocity distribution (step (4)) until a satis- 
factory shape is evolved from a velocity-distribution standpoint. 


(6) The weight flow is then calculated from inlet to exit by using 
the blade shape obtained in step (5), as also described in appendix B. 
If the weight flow differs appreciably (over l percent for this design) 
from the design value, the flow area is altered proportionately and the 
preceding outlined steps repested until the blade shape is satisfactory 
from both the surface-velocity and the weight-flow standpoints. 


Transonic rotor-blade design. - A total of three trials with the 
procedure just outlined was made before а satisfactory rotor blade was 
evolved. А discussion of these trials is now presented. 


Trial 1: A sinusoidal variation in the midchannel velocity dis- 
tribution was first assumed from inlet to outlet at the mean and tip 
sections (step (1)). The hub midchannel critical velocity ratio was 
specified constant at a value of unity. The solidity was selected by 
assuming 29 blades with an axial chord of 3.2 inches (step (2)). A 
rotor-blade shape was then obtained (step (5)). With the assumed mid- 
channel velocity distribution and solidity, the maximum surface velocity 
was within the prescribed limits and occurred at the rotor hub. The 
blade was then analyzed (step (4)), and it was Pound that the assumed 
and the calculated midchannel velocity distributions were in considerable 
disagreement and the resulting maximum surface velocity from the calcu- 
lated midchannel velocity distribution was considerably above the limit 


(step (5)). 


Trial 2: The midchannel velocity distribution obtained in trail 1 
(step (4)) was used in step (1) of trial 2. The solidity was increased 
by increasing the number of blades to 35 (step (2)). A second blade 
shape was then evolved (step (3)); and it was found that with this 
solidity the maximum surface velocity was within the prescribed limit, 
but the maximum occurred at the tip section. The blade was then analyzed 
(step (4)), and it was found that the calculated midchannel velocity dis- 
tribution differed only slightly from that calculated in the first trial. 
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The surface velocity from the calculated midchannel velocities was still 
found to be within the prescribed limits (step (5)). However, when the 
weight flow was calculated at the axial stations (step (6)), it was found 
that at some axial stations the calculated weight flow differed by as 
much ав 6 percent from the design value. 


Trial 3: Тһе flow area at each axial station was altered by the 
ratio of the weight flow calculated in trial 2 to the design weight flow 
by means of adjusting the blade thickness. The area adjustment was made 
such that the mean camber angle remained the same and hence the mid- 
channel velocity distribution would remain unchanged. The steps were 
repeated, and the surface velocities were found to be within the pre- 
Scribed limits апа the weight flow checked within 1 percent across the 
rotor. Тһе rotor-blade design was then considered to be complete. 


The rotor blade was formed by stacking the trailing edge of each 
section at the ваше axial station, and the centroids of each section 
lay іп а common radial-axial plane. Ав discussed in the design assump- 
tions, the sharp leading edge used in the design was rounded off to & 
O.O15-inech radius. Table II presents the rotor-blade coordinates. 


Discussion of transonic turbine-rotor design. - The rotor-blade sec- 
tions forming the flow passages аб the hub, mean, amd tip are shown in 
figure 2. At the hub, the channel is seen to diverge from the inlet to 
the exit, whereas at the mean section approximately constant channel 
width exists. At the tip section the channel is seen to converge rapidly 
from the inlet to the midchord and remains fairly constant to the exit. 
These channel variations occur &s & result of considering the three- 
dimensional aspects of the flow in the design procedure in conjunction 
with the prescribed hub conditions. Ав stated previously in the section 
Transonic rotor-blade design, 35 blades were required in order to satisfy 
the surface velocity limitations imposed. This resulted in the hub and 
tip solidities of 5.5 and 2.5, respectively. These high solidities can 
be noted in figure Z. 


The design midchannel and surface velocity distributions of the hub, 
mean, and tip sections are shown in figure 4. Constant midchannel criti- 
cal velocity ratio at the hub is indicated. At the mean and tip sec- 
tions, the midchannel velocity is seen to accelerate very rapidly from 
the inlet to the midchord and remains approximately constant thereafter. 
This condition stems from the specified hub conditions and from satis- 
fying equilibrium requirements in the design procedure. Because of the 
rapid acceleration at the tip section, the maximum surface velocity was 
found to be at this section. It should be noted that the difference 
between the maximim surface critical velocity ratio and the outlet criti- 
cal velocity ratio divided by the maximum surface critical velocity 
ratio, hereinafter referred to as diffusion, is approximately a constant 
value of 0.15 from hub to tip. 
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іп figure 5 is shown the midchannel streamline and velocity varia- 
ticns across the rotor obtained in the final design. It can be seen 
that a line corresponding to a critical velocity ratio of unity crosses 
the rotor from hub to tip at approximately midchord position, indicating 
that the rotor obtained in the three-dimensional design choked approxi-~ 
mately midway between the inlet and the exit. This condition was not 
felt to be critical as very little increase in velocity downstream from 
this point is designed to occur. 


Comparison of three- and two-dimensional design procedures. - In 


order to emphasize the critical nature of designing turbines to operate 
in the transonic range, an analysis with an assumption common in two- 
dimensional design procedures was made on the final hub-section blade 
profile. This assumption as suggested in reference 7 is that a linear 
variation of the weight flow per unit height from entrance to exit of 
the rotor passage exists. The results of this analysis are shown in 
figure 6, and for comparison the midchannel critical velocity ratio dis- 
tribution as specified in the three~dimensional design is also shown. 

It can be seen from the figure that the assumption of linear variation 
in weight flow per unit height resulted in insufficient flow area over 
the first half of the blade chord, thus yielding no solution. Іп the 
remaining half of the passage, & solution was obtained; however, there 
is no similarity between the critical velocity ratio distribution ob- 
tained from the two- and three-dimensional solutions. It is evident 
that entirely different blade sections would have been obtained had the 
two-dimensional design procedure been used. The results of this analysis 
further emphasize that turbines designed to operate іп the transonic 
region should be designed on a three-dimensional basis in order that the 
velocity distributions be more accurately predicted. 


APPARATUS 


The apparatus used in this investigation consisted primarily of the 
turbine configuration, suitable housing to give uniform turbine-inlet 
flow conditions, апа a dynamometer which was coupled to the rotor through 
a Bpeed-redueing gear box and a torquemeter shaft. A diagrammatic sketch 
of the turbine test section is shown in figure 7. 


Dry pressurized air from the laboratory combustion air supply was 
brought to the collector (fig. 7) by means of inlet ducting which is not 
shown. Іп this ducting were placed an adjustable orifice for metering 
the flow, butterfly throttle valves to control the inlet pressure, and a 
filter tank for minimizing instrument failure and blade-surface erosion 
from foreign particles being carried along by the flow. The air leaving 
the turbine is exhausted through butterfly throttles which are used to 
control the exhaust pressure to the laboratory altitude exhaust system. 
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The 32 stator blades and the 35 rotor blades were machined from an 
aluminum alloy and were hand finished. The rotor-tip diameter was 13.94 
inches, thus giving a rotor-tip clearance of 0.030 inch. A photograph 
of the turbine-rotor assembly is presented in figure 8, in which the 
high solidity of the blades can be noted. 


INSTRUMENTATION 


Instrumentation was provided on the turbine apparatus to obtain a 
complete turbine performance map and blade-element performance over 
approximately one stator pitch for both the stator and the rotor. 


Turbine performance instrumentation. - Air weight-flow measurements 


were made with a standard adjustable submerged orifice installed with 
long straight sections of ducting on either side and calibrated after 
installation. The torque output of the rotor was measured by the use of 
a strain-gage torquemeter (fig. 7), which is similar to that described 
in reference 8. Turbine speed was measured by use of an electronic 
tachometer in conjunction with a magnetic pickup and a ten-tooth sprocket 
gear mounted on the rotor shaft. 


Turbine-inlet measurements were taken in the annulus upstream of the 
nozzle inlet (station 0, fig. 7). Four static-pressure taps were in- 
stalled on each of the outer and inner walls and placed on four radial 
lines 90° apart. <A thermocouple rake with five bare-wire thermocouples 
placed at centers of equal-annular areas was mounted in the same plane ав 
the static taps. 


Stator-outlet static pressures were measured from four static- 
pressure taps spaced approximately 90° apart on each of the inner and 
outer walls immediately downstream of the nozzle blades (station 3, 
fig. 7). Each pressure tap was centrally located in the projected 


nozzle-flow passage. 


All turbine-outlet measurements were taken in the annulus downstream 
of the rotor outlet (station 6, fig. 7) with the exception of turbine- 
discharge temperature, which was taken further downstream. Absolute 
rotor-discharge flow angles were measured with a total-pressure claw 
probe mounted in a self-alining actuator. Four static-pressure taps were 
installed on each inner and outer wall and were spaced 90° apart. The 
turbine-discharge total temperature was measured in the discharge ducting 
approximately 4 feet downstream from the rotor (station not, shown in 
fig. 7) with a thermocouple rake which consisted of five doubly shielded 
thermocouples placed at centers of equal-annular areas. The turbine 
casing between the rotor and the measuring station was insulated with 2 
inches of glass wool in order to minimize heat transfer. Both the inlet 
and the discharge total-temperature rakes were calibrated for recovery 
factor over the range of Mach numbers encountered. 
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Blade-element performance instrumentation. ~ Radial and circum- 


ferential surveys of total pressure were made at the stator and rotor 
exit (stations 5 and 6, fig. 7) with a miniature claw mounted in a self- 
alining actuator that could move the probe not only radially but also 
circumferentially.  Tot&l-pressure variations were transmitted to an 
Х-Ү recorder through a pressure transducer and recorded against cir- 
cumferential travel of the probe. Radial and circumferential surveys 

of total temperature were taken at the rotor exit in а manner simila 

to that just described. | 


EXPERIMENTAL PROCEDURE 


The experimental investigation was conducted by operating the vur- 
bine at constant nominal inlet conditions of 32 inches mercury absolute 
and 145° F and at constant speed values over a range from 30 to 130 per- 
cent of design speed in even increments of 10 percent. For each speed 
investigated, a range of total-pressure ratios from approximately 1.4 
to that corresponding to limiting loading was obtained. 


Detailed circumferential and radial surveys of total temperature 
and total pressure were made downstream of the rotor (station 6) at 
design speed and a work output of approximately design. Detailed cir- 
cumferential and radial surveys of total pressure downstream of the 
stator (station 3) were also made for the same condition. 


CALCULATIONS 


The turbine was rated on the basis of the ratio of the inlet total 
pressure to the rotor discharge total pressure, which is defined as the 
sum of the static pressure and the axial component of the turbine 
discharge velocity at that station. The inlet total pressure was cal- 
culated from the weight flow, inlet static pressure, and inlet total 
temperature by the following equation, which is a rearranged form of 
equation 2 of reference 5; 


l 1 r-i 2\1 
2 


v J rg Í M po Y 
РА “(Еж &) jt) -: 


o a 


The outlet total pressure which was defined as the sum of the static 
pressure and the axial component of the discharge velocity head was 
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calculated from the following equation, which is a rearranged form of 
equation 3 of reference 5: 


where T is the arithmetic average of total temperatures obtained from 


the thermocouple rake at station 7. The outlet total pressure was cal- 
culated at station 6 by assuming that there is no change in total tem- 
perature between stations 6 and 7. This assumption was made in the 
belief that a more reliable indication of total temperature could be 
obtained at station 7 because " the fluctuations of the gas flow would 
have more time to dampen out, (2) the gas velocity would be considerably 
lower, and (5) there is little heat transfer between the two stations. 


The turbine efficiency was calculated ав a ratio of the actual en- 
thalpy drop as obtained from torque, weight-flow, and rotor-speed meas- 
urements to the ideal enthalpy drop as obtained from the inlet total 
temperature and the calculated total-pressure ratio. 


The precision of the measured and. calculated parameters is esti- 
mated to be within the following limits: 


Temperature, О5........ : š +O 
Pressure, in. Hg . . . + s s s s s s s s s s e e ors... 40. 
OE Rx. 
ç +O 


Turbine speed, percent .. 
Torque, percent of design. 


RESULTS AND DISCUSSION 
Stator Weight-Flow Check 


Before the performance of the transonic turbine was Obtained, & 
stator welght-flow check was made without the rotor in place. It was 
found that at design stator total-to-static pressure ratio a weight flow 


15 percent less than design was passed. The stator throat area was 


accordingly increased so that design weight flow could be passed in the 
performance investigation. As discussed in the previous section, a 3- 
percent total-pressure loss was assumed to occur (effectively this is a 
0.97 flow coefficient). The decrease in weight flow from design obtained 
in the weight-flow check could in part be caused by a total-pressure loss 
or boundary-layer growth greater than those assumed in the design.  How- 
ever, it was also found in a subsequent unpublished analysis that the 
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stator throat area obtained by the design procedure outlined previously 
in the section Stator Design was approximately 1 percent less than the 
throat area required to pass the same weight flow by satisfying the 
requirement of simple radial equilibrium across the stator throat from 
hub to tip. Thus, it is indicated that for choked-flow stators an im- 
proved stator design procedure would be one in which the requirement of 
simple radial equilibrium across the throat as well as in the free 
stream is included. 


This result represents an extension of the results presented in 
reference 9, in which the effect of curved inner walls on the three- 
dimensional flow characteristics of the stator was considered. 


Оуег-А11 Performance Investigation 


The over-all performance of the transonic turbine is presented in 
figure 9(a). The equivalent specific-work output Ahb'/@,, is shown as 


a function of the weight flow - speed parameter ewN/5 with rating 
total-pressure ratio, р/в x? percent design speed, and adiabatic effi- 
D 


сіепсу shown as contours. Design equivalent specific-work output was 
obtained at design equivalent speed with an adiabatic efficiency of 
0.84, and a weight flow - speed parameter corresponding to the design 
value indicated that design specific weight flow was passed.  Effi- 
ciencies of over 80 percent were also found to occur over a considerable 
range of performance with the decrease in efficiency at lower speeds 
being comparable with that of more conservative turbine designs. It can 
also be noted that at design equivalent speed the specific-work output 
at the turbine limiting-loading point (23.3 Btu/lb) is only 3 percent 
above design specific-work output (22.6 Btu/ lb). This proximity of the 
design point to the turbine limiting-loading point not only indicates 
the critical nature of high Mach number turbines but checks closely with 
the prediction of the design point being 5 percent below the limiting- 
loading point. From these results it can be concluded that the quasi- 
three-dimensional design procedure developed in this report and used in 
this transonic turbine-rotor design was sufficiently rigorous that the 
turbine design requirements, although very critical in nature, could be 
met. 


As indicated by figure 9(a), the maximum value of adiabatic effi- 
сіепсу obtained was 0.85 and occurred at high pressure ratios and at 
speeds greater than design. As discussed previously in this section, 
this efficiency is based on the axial component of total-pressure ratio. 
A better evaluation of the turbine aerodynamic performance can be made 
by using the actual total-pressure ratio as a basis. The performance 
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map obtained on this basis is shown in figure 9(b). The region of 0.85 
efficiency is again noted at speeds greater than design, thus indicating 
that zero exit whirl occurs at the increased speeds. The efficiency on 
this basis is also seen to be approximately 0.85 at the design point. 
Thus one point in the rating efficiency is lost as an exit-whirl loss. 
As pointed out in the section TURBINE DESIGN, the turbine was designed 
for this condition. 


Survey Investigation 


In order to obtain an insight as to the loss characteristics of 
high Mach number turbines, detailed radial and circumferential surveys 
were made downstream of the transonic turbine stator and rotor at 
approximately the design point. The results of these surveys are shown 
in figure 10. The results of the stator-exit surveys are presented in 
figure 10(a) in terms of measured total-pressure ratio across the stator, 
whereas the results of the rotor surveys (fig. 10(b)) are shown in terms 
of the blade-element adiabatic efficiency across the turbine from stator 
inlet to rotor exit. It should be noted that the results presented in 
figure 10 serve only to indicate general trends in total pressures and 
blade-element efficiencies over approximately one stator pitch, and the 
numbers shown are not necessarily representative of the actual level. 
This ів.во because probe recovery was not considered downstream of the 
stator. Also gas fluctuations downstream of the rotor and instrument 
recording errors are sources of deviation from the actual case. 


In figure 10(a) large cores are seen to be eminating from the 
turbine-stator hub. As indicated by reference 10, these cores are caused 
by secondary flows within the stator and they become very large as the 
stator-exit Mach numbers are increased to values corresponding with those 
used in the transonic turbine. The effect of these high loss cores on 
turbine efficiency is indicated by the results of the rotor-exit surveys 
presented in figure 10(b). Near the hub a small region of relatively 
low efficiency is seen. This region was observed to occur at inter- 
vals corresponding to one stator pitch, indicating that the low ef- 
ficiency in this region was a result of the stator cores passing through 
the rotor. Since there is no band of low efficiency near the hub, it 
can be concluded that the high design rotor-entrance Mach numbers did not 
appreciably affect losses within the rotor. Large regions of low ef- 
ficiencies near the tip can also be noted. Secondary-flow phenomena 
such as passage, tip clearance, and scraping vortices (see ref. 11) as 
well as the diffusion across the blade can contribute to the losses 
near the tip. From these results it is evident that the loss patterns 
for the transonic turbine are quite similar to the loss patterns for 
lower Mach number turbines, with the higher Mach number level probably 
giving rise to increased secondary-flow losses. 
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SUMMARY OF RESULTS 


The design and experimental investigation of a transonic turbine 
are presented herein. The turbine was desigmed for a slight amount of 
negative reaction and a limiting rotor-blade-surface Mach number of 1.33. 
The design procedure used was on а quasi~three-dimensional basis. The 
pertinent results of the investigation can be summarized as follows: 


1. At design speed, design equivalent weight flow was passed and 
design equivalent specific-work output was obtained at an adiabatic 
efficiency (based on total-pressure ratio with the axial component of 
velocity at the turbine exit) of 0.84. The adiabatic efficiency for 
the preceding condition but based on actual total~pressure ratio was 
0.85, which was the highest efficiency obtained over the range of the 
performance investigated. Design specific-work output was only 3 per- 
cent below the turbine limiting-loading point. This checked closely 
with the prediction of the design point being 5 percent below the 
limiting-losding point. 


2. Efficiencies of over 0.80 were found to occur over a considerable 
range of performance with the decrease in efficiency at lower speeds 
being comparable with that associated with more conservative turbine 
designs. 


5. The loss patterns obtained from surveys behind both the stator 
and rotor at approximately the design point were found to be quite simi- 
lar to the loss patterns for lower Mach number turbines, with the higher 
Mach number level of the transonic turbine probably giving rise to in- 
creased secondary-flow losses within the stator and rotor. Large losses 
at the rotor-tip exit were found to occur and are probably caused by ad- 
verse secondary~flow effects within the rotor. 


CONCLUSIONS 


From the results of the experimental investigation of the transonic: 
turbine, it can be concluded that high Mach number turbines utilizing 
rotor~hub entrance Mach numbers of unity can be obtained with effi- 
сіепсіев of at least 85 percent under the prescribed conditions of sur- 
face Mach number and reaction. It can also be concluded that the quasi- 
three-dimensional design procedure used was sufficiently rigorous that, 
although the turbine was designed to operate extremely close to the 
limiting-loading point, this design condition was met satisfactorily. 


Lewis Flight Propulsion Laboratory 
National Advisory Committee for Aeronautics 
Cleveland, Ohio, December 11, 1953 
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SYMBOLS 
The following symbols are used in this report: 


A area, sq ft = 


Асг/А ratio of area required at Mach number of unity to required area 
at specified Mach number | 


С blade-surface curvature, 1/ft 
E acceleration due to gravity, 52.17 ft/sec? 
АҺ specific enthalpy drop, Btu/lb 
N rotative speed, rpm 
n orthogonal length, ft 
о blade-throat dimension, ft 
absolute pressure, 1b/sq ft 
R gas constant 
r radius, ft 
в blade spacing, fti 
T total temperature, °F abs | 
t blade thickness in tangential direction, ft 
U blade velocity, ft/sec l 
V absolute gas velocity, ft/sec 
W relative gas velocity, ft/sec 
W weight flow, lb/sec 
y distance along orthogonal in radial-axial plane, ft 
о, absolute gas flow angle measured from tangential direction 
B relative gas flow angle into and out of rotor measured from axial 


direction 
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Y ratio of specific heats 
r&tio of inlet-air total pressure to NACA standard sea-level 
pressure, Pj/P* 
Ue m 
-1 
y. | 
€ function of т, T 
r + 1 
а 

n adiabatic efficiency defined as ratio of turbine work based on 
torque, weight flow, and speed measurements to ideal work based 
on inlet total temperature, апа inlet and outlet total pressure, 
both defined as sum of static pressure plus pressure correspond- 
ing to gas velocity 

Ne blade-element adiabatic efficiency based on total-stage measure- 
ments upstream of stator and downstream of rotor 

Nx adiabatic efficiency defined as ratio of turbine work based on 
torque, weight flow, and speed measurements to ideal work based 
on inlet total temperature, and inlet and outlet total pressure, 
both defined as sum of static pressure plus pressure correspond- 
ing to axial component of velocity 

Өл» Squared ratio of critical velocity аб turbine inlet to critical 
veloeity &t NACA standard sea-level temperature, (Vor/ Vor)? 

p gas density, lb/cu ft 

Ф blade mean camber angle, measured from axial direction 

Q angular speed, radians/sec 

` Subscripts: 

a, annulus area 

er conditions at Mach number of unity 

h hub 

m midchsnnel 

p pressure surface 
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5 suction surface 

t tip 

te trailing edge 

x axial direction 

О station upstream of stator (see fig. 7) 

l station at throat of stator passage 

2 station at outlet of stator just upstream from trailing edge 
5 station at free-stream condition between stator and rotor 

£ station at throat of rotor passage 

5 station at outlet of rotor just upstream from trailing edge 
6 station downstream from turbine 

7 station 4& feet downstream from rotor 

Superscripts: 

” NACA standard conditions 


! total state 
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APPENDIX В 


CALCULATION METHODS 


The following discussion presents equations and methods used in 
obtaining the surface velocity distribution, the midchannel velocity 
distribution, and the welght flow through the transonic turbine rotor. 


Surface Velocity Distribution 


For a given midehannel velocity distribution, the suction- and 
pressure-surface velocities were obtained by using figures 11(a) and 
(b), which are reprints of figures 17 and 18, respectively, in refer- 
ence 7. The main assumption made in obtaining these figures was that 
the curvature on the channel orthogonal varied linearly from suction 
to pressure surface. With reference to figure 5 the assumption was 
made that the center of the channel orthogonal determined the axial 
position of the orthogonal for use in conjunction with the axial 
symmetric analysis. For a trial blade shape, a series of channel ortho- 
gonals are drawn (typical ones shown in fig. 3). The curvatures с. 


and C, are obtained by use of a radometer (see appendix C of ref. 12 


for description), and the orthogonal length n is measured. The 
parameters in figure ll are calculated from these quantities, and the 
ratio of the suction-surface. and pressure-surface velocities to the 
midchannel velocities can be obtained. Then for а known or assumed 
midchannel velocity distribution, the surface velocities can be computed. 


Midchannel Velocity Distribution 
The midechannel velocity distribution was obtained by using a sim- 
plification of the method presented in reference 12. The assumptions 


made in obtaining the midchannel velocity distribution for the trensonic, 
turbine are: 


(1) An axial symmetric condition exists. 


(2) The streamline shift in the radial direction is small enough 
that the axial symmetric orthogonal can be assumed to be a radial line 
(see fig. 3). 


(5) The flow is assumed to follow the blade mean camber angle ср 
(fig. 3). 


(4) Simple radial equilibrium exists. 


<= 
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Equation (3) of reference 12 was used to obtain the midchannel 
velocity distribution for the prescribed hub velocity. The equation 


rewritten here is 
PAL. ES 
O y O 
W =e Wh «T be dy (BI) 
0 


where in view of the ароуе &ssumptions 


2 
а د‎ біп” ф 
r 


b = 20 sin (p 


Thus with the geometry of the three sections known апа the relstive 
velocity at the hub assumed or prescribed, the relative velocity at апу 
point within the blade passage can be calculated. 


Weight Flow 


Once the midchannel velocity distribution is known, the axial 
symmetric weight flow that passes the radial-axial orthogonal can be 
obtained from the equation 


T : 
t 
w= 2 |, т cos @ (1 ~ Ë)z ax 
TA S 


Because the velocity across the channel varies from the midchannel veloc- 
ity distribution, the weight flow was then adjusted in the following 
manner: Figure 12 shows the ratio of specific-flow area at a given 
W/Wer to that corresponding to W/W,,=1 as a function of W/Wer. For 
а given М/И... at midchannel (shown in fig. 12), area ABCD would 
represent the area that would be used in the calculation of the axial 
symmetric weight flow. The area AEFD is the area required to pass 

that weight flow including the variation in velocity across the channel 
when linear variation in velocity is assumed. The ratio of the areas 
AEFD/ABCD was obtained at the three sections for a given axial symmetric 
orthogonal and was averaged. The axial symmetric weight flow was then 
increased by the average ratio and this weight flow compared with the 
design value. It is recognized that other assumptions, such as a linear 
variation in streamline curvature as suggested in reference 7 or & 

linear variation in static pressure, may be closer to the actual case. 
However, differences in the blade shapes resulting from the various 
assumptions are slight and, as borne out by the experimental investiga- 
tion, the assumption of linear variation in velocity was sufficiently 


accurate. — M 
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TABLE I. - STATOR-BLADE-SECTION COORDINATES 


Axis of rotation 
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TABLE ТІ. - ROTOR-BLADE-SECTION COORDINATES 


Ф, deg | 
ЕЕ [зе рш 
= tonne 


xm [оз ШЕТ: 


8888888985885889 


a . . Ф . 


TH: 


8 


l 
L 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
2. 
а 
2 
а 
a 
2 
2 
2 
5 
5 
5 
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(V/Vcr)o = 0.512 (V/Ver)o = 0.312 


(V/Ver)o = 1.325 (УЛУ) = 1.122 
V. m О, org 
(V,/Vox)ə = 0.584 (Ур) о = 0.555 (Vz/ Vor) pg = 0.540 


Stations 
0 
"Stator ^ — 
(МИМ ор) 5 = 1.000 
(У/ сх) = 1.295 . (Wor)s m 1.104 (V/Vox)s = 0.978 
45.20 ag ed 
1; 2 (W/W on) 5 = 0,749 Pa (МИН ст) = 0.599 
im A M (U/Vor)s = 0.410 (UVor)s = 0.498 (0/9.-)5 = 0.588 
Rotation (Нх/М от) 5 = 0.805 Wy/Wor)s = 0.782 Wa/Wor)s = 0.766 
— و‎ 
(W/War)s5 = 1.000 (M/W,)5 м 1,018 B (WWon)s = 1.050 | 
5“ 
س‎ lll — 40.00 45.09 46.19 
(W/Wex)68 = 0.954 (НИМ) в = 1.0 
w = 0, 
ысы 11.8? 9.89 ‚50 
(V£/Ver)s = 0.724 Ух/ Уст) 5 = 0.724 (Vy/Vee)g = 0.724 
(V/Vor)g = 0.74 (V/Von)8 ™ 0.735 (М/о) = 0.751 
Worle = 0.485 (T/Ver)g = 0.550 (W/Von)g = 0.647 
(a) Bub; г/т, 0.70. (b) Mean; р/т, 0.85. (г) Тір; г/т, 1.00. 


Figure 1. - Transonio turbine velocity diagrams. | 
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I (a) Hub. 


Figure 2. - Stator- and rotor-blade passages and profiles. 
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Figure 2. 
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(b) Mean. 


Stator- and rotor-blade passages and profiles. 
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Figure 2. - Concluded. 


(c) Tip. 


Stator- and rotor-blade 
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profiles. 
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Figure 5. - Discription of variables involved in three-dimensional design procedure. 
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Relative critical velocity ratio, W/Woy 
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Figure 4. - Design rotor midchannel and surface velocity distributions at 
hub, mean, and tip sections. 
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Figure 5. - Side view of transonic turbine rotor in radial-axial plane indicating design 
streamlines and velocity distributions. 
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across transonic-turbine-rotor hub obtained by using two- and three- 
dimensional design procedures. 
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Figure 8. - Photograph of trensonic turbine rotor. 
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Figure 9. - Experimentally obtained performance map. 
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Figure 10. - Survey results at design point. 
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Figure 10. - Coneluded. Survey results at design point. 
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(а) Suction surface. 


Figure 11. - Variation with channel width and blade ourvature of 
ratio of velocities along blade Surface to velooity at channel 


center. (Ref. 7, fig. 17.) 
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Figure 11. - Concluded. Variation with channel width and blade 
curvature of ratio of velocities along blade surface to veloc- 
ity of channel center. (Ref. 7, fig. 18.) 
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Figure 12. - Tllustration of method of correcti 
suction to pressure surface. 
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